THE 


MERCK 

MANUAL 


for HEALTH CARE PROFESSIONALS 



M MERCK 

lUu<df 


Table 4. NORMAL LABORATORY VALUES: STOOL 


TEST 

CONVENTIONAL UNITS 

SI UNITS 

Fat 

< 5 g/day in patients on a 100-g fat diet 


Nitrogen 

< 2 g/day 


Urobilinogen 

40-280 mg/24 h 

68-473 mg/24 h 

Weight 

< 200 g/day 
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